92       DOCKETED ITEMS

-9005240207 Amend 129 to License DPR-72,increasing fuel mfg tolerances as used in
calculation of nuclear heat flux hot channel factor from 1.4% to 2.0%.
BERKOW.H.N. Project Directorate II-2. 90/05/21. 7pp. 53908:092-53908:098.

-9005240208 Safety evaluation supporting Amend 129 to License DPR-72.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/21. 3pp.
53908:099-53908:101.

Q. Inspection reports, IE Bulletins & correspondence

9004300088 Forwards Insp Rept 50-302/90-06 on 900212-16.No violations or devi-
ations noted.

COLLINS.D.M. Region 2, Ofc of the Director. 90/03/16. BEARD.P.M. Florida Power
Corp. (subs, of Florida Progress Corp.). 7pp. 53655:213-53655:230.

-9004300094 Insp Rept 50-302/90-06 on 900212-16.No violations or deviations
noted.Major areas inspected:radiological effluents & radiological environ
programs.radwaste processing & coolant chemistry.

MARSTON.R., DECKER.T.R. Region 2, Ofc of the Director. 90/03/15. 11pp.
53655:220-53655:230.

9004250245 Forwards Insp Rept 50-302/90-08 on 900305-09 & 20.Violations noted.
COLLINS.D.M. Region 2, Ofc of the Director. 90/04/10. BEARD.P.M. Florida Power
Corp. (subs, of Florida Progress Corp.). 3pp. 53603:231-53603:240.

-9004250249 Insp Rept 50-302/90-08 on 900305-09 & 20.Violations noted. Major areas
inspected:emergency preparedness.radiological emergency response plan.emergency
facilities,equipment, instrumentation & supplies & organization & mgt control.
TESTA.E.D., RANKIN.W.H. Region 2, Ofc of the Director. 90/04/06. 7pp. 53603:234-
53603:240.

9004250127 Forwards Insp Rept 50-302/90-10 on 900326-29.Violations identified but
not cited.

JULIAN.CA Region 2, Ofc of the Director. 90/04/18. BEARD.P.M. Florida Power
Corp. (subs, of Florida Progress Corp.). 3pp. 53597:059-53597:065.

-9004250134 Insp Rept 50-302/90-10 on 900326-29.Violations noted.but not cited re
Procedure   RT-002,Rev   5   not   having   correct   penetrameter  table   for   ASME
components.Major areas inspected:radiographic film for safety-related piping welds.
COLEY.J.L, BLAKE.JJ. Region 2, Ofc of the Director. 90/04/18. 4pp. 53597:062-
53597:065.

9005020159 Forwards Insp Rept 50-302/90-13 on 900402-06.No violations or devi-
ations noted.

JULIAN.CA Region 2, Ofc of the Director. 90/04/20. BEARD.P.M. Florida Power
Corp. (subs, of Florida Progress Corp.). 3pp. 53679:268-53679:276.

-9005020161 Insp Rept 50-302/90-13 on 900402-06.No violations noted. Major areas
inspected:electrical sys mods.

FILLION.P.J., CONLON.T.E. Region 2. Ofc of the Director. 90/04/19. 6pp. 53679:271-
53679:276.

9005020116 Provides info re interpretation of bioassay measurements to assess intakes
of radioactive matl.LJ Cunningham 900314 memo updating position on Info Notice 82-
18 re assessment of individual intakes using bioassay models encl.
COLLINS.D.M. Region 2, Ofc of the Director. 90/04/24. BEARD.P.M. Florida Power
Corp. (subs, of Florida Progress Corp.). 3pp. 53716:120-53716:126.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York. Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029. "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessef Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9005080066 EN-89-109A & EN-89-113A:on 900427,licensees informed of withdrawal of
proposed civil penalties.Penalties withdrawn due to licensee responses to violations re
installation of commercial grade items in safety-related sys.

LUEHMAN.J,, LIEBERMAN.J. Ofc of Enforcement (Post 870413). 90/04/30. 1p.
53763:359-53763:359.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds," Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005230339 Forwards Insp Rept 50-302/90-12 on 900416-20.No violations or devi-
ations noted.

COLLINS.D.M. Region 2, Ofc of the Director. 90/05/11. BEARD.P.M. Florida Power
Corp. (subs, of Florida Progress Corp.). 3pp. 53920:253-53920:263.

-9005230340 Insp Rept 50-302/90-12 on 900416-20-No violations or deviations
noted.Major areas inspected:radiological effluents, post-accident sampling
sys,meteorological procedures & radwaste processing.

SEYMOUR.DA, DECKER.T.R. Region 2, Ofc of the Director. 90/05/11. 8pp.
53920:256-53920:263.

9005230176 Advises that implementation schedule for all required hardware-related
mods to be completed by end of Refuel 7 acceptable.per Generic Ltr 88-17, "Loss of
DHR." Insp will take place after sufficient progress made on enhancements.
SILVER.H. Project Directorate II-2. 90/05/18. BEARD.P.M. Florida Power Corp. (subs,
of Florida Progress Corp.). 3pp. 53915:324-53915:326.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

9005290018 Forwards order imposing civil monetary penalty in amount of $100,000,per
violations noted in Insp Rept 50-302/89-09. Penalty proposed to emphasize impor-
tance of implementing adequate mgt & programmatic controls,
THOMPSON,H.L Dep Exec Dir for Nuc Matls Safety.Safeguards & Operations Sup-
port (Post 890205). 90/05/24. BEARD.P.M. Florida Power Corp. (subs, of Florida
Progress Corp.). 3pp. 53937:294-53937:307.

-9005290024 Order imposing civil monetary penalty in amount of $100,000 based on
violations noted in insp conducted on 890424-28. Violations noted:licensee failed to
comply w/environ qualification requirements.

THOMPSON.H.L Dep Exec Dir for Nuc Matls Safety.Safeguards & Operations Sup-
port (Post 890205). 90/05/24. Florida Power Corp. (subs, of Florida Progress Corp.).
11pp. 53937:297-53937:307.

R. Periodic operating reports & related correspondence

9005070276 "1989 Annual Radiological Environ Operating Rept." W/900430 Itr.
JOHNSON.S.G., BOLDT.G.L Florida Power Corp. (subs, of Florida Progress Corp.).
89/12/31. 59pp. 53744:253-53744:311.

9005170007 Monthly operating rept for Apr 1990 for Crystal River Unit 3.W/900511 Itr.
LANE.J.E., BINKOWSKI.J., BOLDT.G.L Florida Power Corp. (subs, of Florida Progress
Corp.). 90/04/30. 5pp. 53856:351-53856:355.

S. Reportable occurrences, LERs & related correspondence

9005030030 LER 89-039-01 :on 891107,determined that control circuits for makeup
valves did not meet separation criteria of 10CFR50, App R.On 900329,four addl App
R nonconformances identified. Caused by personnel error.Fire watch initiated.W/
900430 Itr.

MOFFATT.LW., BOLDT.G.L Florida Power Corp. (subs, of Florida Progress Corp.).
90/04/30. 12pp. 53664:012-53664:023.

9005030035 LER 90-005-00:on 900329,determined that plant operating outside plant
design basis due to nonconservative reactor bldg max accident flood level
calculation.Caused by design error.Accident equipment may be relocated.W/900430
Itr.

MOFFATT.LW., BOLDT.G.L Florida Power Corp. (subs, of Florida Progress Corp.).
90/04/30. 7pp. 53664:024-53664:030.

9005100252 LER 89-031-01 :on 890828,480-volt engineered safeguards stepdown trans-
former A  faulted  causing   decay   heat train  closed  cycle  cooling  pump  A  to
deenergize.Caused by degraded insulation.Transformer replaced.W/900507 Itr.
MOFFATT.LW., BOLDT.G.L. Florida Power Corp. (subs, of Florida Progress Corp.).
90/05/07. 8pp. 53767:082-53767:089.

9005160061 LER 90-006-00:on 900410, revaluation of design calculations discovered
deficient valve operator installation.Sufficient thrust not developed to open or close
valves due to undersized spring packs.Spring packs ordered.W/900509 Itr.
MOFFATT.LW., BOLDT.G.L. Florida Power Corp. (subs, of Florida Progress Corp.).
90/05/09. 6pp. 53808:029-53808:034.

9005240103 Provides details of resolution util will pursue re reactor bldg flooding de-
tailed in encl LER 90-005.Mod will be, installed to add alarm in main control room to
indicate when flood level reaches point & operator action begins.
BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 90/05/17. Docu-
ment Control Branch (Document Control Desk). 3pp. 53921:291-53921:299.

V. Operator Examinations

9005110234 Provides notice of MW Kirk permanent reassignment from position & re-
quests termination of Senior Reactor Operator License 20481 -1 .effective 900505.
BOLDT.G.L. Florida Power Corp. (subs, of Florida Progress Corp.). 90/05/07. Docu-
ment Control Branch (Document Control Desk). 1p. 53818:354-53818:354.actor from 1,4% to 2.0%.
